Operations, 56

Achieving Optimum Public Facilities Use, 57

APPENDIXES

A.   Biographical Sketches of Committee Members and Staff, 59

B.   Glossary of Terms, 63

C.   Workshop on Environmental and Health Regulations as Sources of Facility

Obsolescence, 67

D.   Predicting Performance, Service Life, and Physical Life of

Buildings and Their Components, 77

E.   Hospital Building Systems, 81

F.   Annotated Bibliography, 85

List of Figures

Figure 1 A conceptual view of service life.................    16

Figure 2 Maintenance practices can influence service life........    19

Figure 3 Standards or expectations of performance may change

with time .............................   20

Figure 4 Changes in standards of performance may be relatively

rapid................................   21

Figure 5 Periodic renewals raise performance and can extend

service life ............................   22

Figure C-l Downs's "issue-attention cycle" characterizes the sequence through

which societal problems evolve................    71

Figure E-l VAHBS vertical zone organization within module.......    82

Figure E-2 VAHBS one-floor building module................    83

List of Tables

Table 1        Renewal Cycles of Selected Building Components

(in years)   .............................    18

Table 2        Potential Future Issues of Environment and Health That
Could Influence Building Obsolescence
(nonresidential)..........................   26

Table 3        Roster of Participants........................   69

xn